To:  Richman,  Lance[Richman. Lance@epa.gov] 

Cc:  Nattis,  Randy[Nattis. Randy@epa.gov];  Wise,  Robert[Wise. Robert@epa.gov]; 

JefferySmith@usbr.gov[JefferySmith@usbr.gov] 

From:  Black,  Ned 

Sent:  Thur  8/1 3/201 5 8:46:38  PM 

Subject:  FW:  START  QASP  - surface  water  & sediment  (DRAFT) 

removed.txt 

R6  King  Mine  QASP.docx 


Hi  Lance, 


This  is  the  only  QASP  I’ve  received  from  anyone  working  on  the  Gold  King  release.  At  this 
time  I am  not  willing  to  say  it  is  the  sampling  plan  still  in  use.  Perhaps  Randy  or  someone  at  one 
of  the  ICs  can  send  us  both  the  latest  version  of  the  sampling  protoeols. 


Cheers, 


ned 


ned  black,  ph.d. 
us  epa  r9 

regional  cercla  ecologist 
415-972-3055 


Please  be  advised  I currently  have  limited  access  to  email  when  I am  not  in  the  office  (e.g.,  on 
travel),  therefore  please  be  patient  with  any  communication  delays. 


From;  Turner,  Philip 

Sent:  Monday,  August  10,  2015  9:13  AM 

To:  McKean,  Deborah;  Keteles,  Kristen;  Black,  Ned;  Hiatt,  Gerald;  OBrien,  Wendy;  Wall,  Dan 
Subject:  FW:  START  QASP  - surface  water  & sediment  (DRAFT) 
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From;  Foster,  Althea 

Sent:  Monday,  August  10,  2015  8:46  AM 

To:  Turner,  Philip;  Rauscher,  Jon;  Restivo,  Angela 

Cc:  Ngo,  Kim 

Subject:  FW:  START  QASP  - surface  water  & sediment  (DRAFT) 


From;  Crow,  David  rmailto:David.Crow@WestonSolutions.com] 

Sent:  Monday,  August  10,  2015  8:09  AM 

To:  Crossland,  Ronnie;  Foster,  Althea 

Subject:  START  QASP  - surface  water  & sediment  (DRAFT) 


Minor  edits  are  being  made  to  the  sediment  portion  of  the  document.  Otherwise  the  document  is 
complete. 


The  drinking  water  addendum  is  being  edited  to  reflect  last  night’s  changes  (analytical 
parameters). 


David 


David  S.  Crow 
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Weston  Solutions,  Inc. 


3900  Dallas  Parkway,  Suite  175 
Plano,  Texas  75093 

469.666.5550  Direct 
972.978.6802  Cell 

David.Crow(a)w  estonsolutions.com 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited. 
If  you  received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete 
this  email  from  your  system.  Thank  you. 
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